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RULE 9.          DISCONTINUANCE OF SERVICE
Discontinuance of Service for Violation of Rules. (a) No utility shall discon-
tinue the service to any consumer for violation of its rules or regulations, or
for nonpayment of bills without notice to customer to comply with its rules
and regulations or to pay his bills.
Service shall acually be discontinued only after at least 24 hours' notice
of such intention shall have been given to the consumer by the utility: Pro-
vided, however, that where fraudulent use of current is detected, or where a
dangerous condition is found to exist on the consumer's premises, the service
may be shut off without notice in advance.
(b) Whenever the service is turned off for violation of rules or regulations,
non-payment of bill, or fraudulent use of current, the utility may make a rea-
sonable charge for the cost of renewing it.
(c) Where a consumer has been required to make a guarantee deposit this
shall not relieve consumer of the obligation to pay the service bills when due,
but where such deposit has been made and service has been discintinued on
account of nonpayment of bill, then in such event unless consumer shall, with-
in forty-eight hours after service has been discontinued, apply for reconnec-
tion of service and pay the account plus a reconnection charge, then in such
event the utility may apply the deposit of such consumer toward the discharge
of such account and shall as soon thereafter as practicable, refund the consumer
any excess of the deposit.
(d) No electric utility company shall be required to furnish its electric serv-
ice to any applicant, who at the time of such aplplication, is indebted under an
undisputed bill to such utility company for service, either gas or electric, pre-
viously furnished such applicant, or furnished any other member of the appli-
cants household or business.
RULE 10.          REPLACEMENT OF METERS
Replacement of Meters and Changes in Location of Service. (a) Whenever
a consumer requests the replacement of tie service meter on his piremises, such
request shall he treated as a request for the test of such meter, and as such,
shall fall under the provisions of Rule 5, paragraph 6.
RULE 11.             MAPS
1. Maps. (a) Suitable maps and "one-line diagrams" shall be kept on file
with the Commission showing the size, character and location of each main
circuit and generating stations and main substations.
(b) In addition to the maps showing main citcuits and feeders, there shall
also be kept on file in the Commission's office large scale county maps on which
shall be shown the rural distribution lines of the utility. When an application
for a Certificate of Convenience and Necessity is made by a utility, a section
of map showing the proposed line extension shall accompany such application.
These map sections shall le used by the Commission to keel) up to date tile
rural line maps maintained in the Commissions' office.
RULE 12.            SERVICE EXTENSIONS
Rules for Service Extension. When a prospective customer or customers of
an electric utility, makes application for service at a point not immediately
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